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Water Company, who has charge of the water supply for furnishing water
to the city or town.
(b) New cross connections are prohibited.
Sec. 14. On the completion of any new water purification plant, or
water supply, *distribution system the State Board of Health shall be
notified when the final inspection is to be made.
ARTICLE NO. 27. SWIMMING POOLS
(Filed secretary state's office-September 29, 1937.)
Section 1. Classification of Bathing Places-Bathing places may be
divided into three classes:
1. Natural outdoor ponds, rivers, tidal waters, etc.
2. -Outdoor pools which are partly artificial and partly natural in
character.
3. Pools, outdoor or indoor, which are entirely of artificial construction.
Natural ponds and rivers are necessarily dependent upon natural flow
or upon wind and wave action for circulation of the water. Artificial and
partly artificial pools may be divided into four classes, according to the
method by which water is obtained.
a. Large semi-artificial pools in which the water cleanliness is main-
tained by natural flow or circulation.
b. Fill and draw pools where cleanliness of water is maintained by
complete removal and replacement of the water at periodic intervals.
c. Flowing through pools where cleanliness is maintained by circula-
tion of water through the pool from some natural or artificial source, but
where the outflowing water is wasted.
d. Recirculation pools in which the circulation of the water is main-
tained through the pool by pumps, the water drawn from the pool being
*clarified by filtration before being returned.
Sec. 2. General Principals of Bathing Place Sanitation.
a. All public bathing places, both natural and artificial, shall have the
same standard of cleanliness and bacterial purity of the water, and the same
precaution against the possible spread of disease.
b. All artificial and semi-artificial pools, whether located indoors or
outdoors, shall be so designed and have the necessary equipment to
maintain cleanliness of the pool, and maintain the same purity of the
water with which the pool is filled.
c. At all public bathing beaches on natural waters the same sanitary
standards shall apply to bathing houses, dressing rooms, toilet facilities,
and to the handling and care of bathing suits, towels and other bathing
apparel.
d. Sanitary drinking fountains with a supply of pure water shall be
installed at all bathing places.
e. The common use of towels, drinking cups, combs, hair brushes or
other toilet articles is prohibited.


